01/11/2011 


Horse Healthcare - A Manual for Animal Health Workers a... 




G3 Horse Healthcare - A Manual for Animal 
Health Workers and Owners 

A uthor(s) : Da vid Ha drill 

Publication date: 2002 
Number of pages: 256 
Publisher: ITDG Publishing 

ISBN: 1 85339 486 6 

Copyright holder: David Hadrill 


Contents: 

Acknowledgements 
m Introduction 

^ 1. How to tie, restrain and transport horses and 
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1.1 How to tie useful knots 

1.2 How to restrain horses and donkeys 
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